PHILIP MORRIS 

INTERNATIONAL INC. 

800 WESTCHESTER AVENUE, RYE BROOK, NY 10573-1301 


Owen C. Smith 

VICE PRESIDENT AND (914)335-9399 

DEPUTY GENERAL COUNSEL FAX (914) 335-9374 


September 15,1994 


Mr. Donald Foreman 
R. J. Reynolds International Inc. 
401 North Main Street 
Wnston-Salem, NC 27102 


Dear Don: 


Health Warnings on Exports 

Attached is the transcript of a broadcast on WNBC television in New York 
which talks about cigarettes in Russia that do not have health warnings. I thought 
the major American companies had all decided to use health warnings, even where 
not required. Did I misunderstand? 


Sincerely yours. 



t>c c. 


Source: https://www.industrydocuments.ucsf.edu/docs/fkdk0000 
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